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This bulletin covers the change in color scheme for the LA-7 and LN models. These “Color 
Coded " machines have a Gray Morocco cover case and Tan Morocco supplementary plate, 
carriage shell and carriage end caps. The numeral keytops have a Light Gray body with Light 
Yellow numerals for columns 1, 2, 6, 7, and 8. Columns 3, 4, 5, 9, and 10 have Pearl Gray 
body with Black numerals. The division lever keytop and carriage decimal markers are CoraL 
Color revisions have also been made on various other exterior parts including the name plate, 
operating keytops, screws, etc. 

All revised exterior parts are illustrated herein and colors are identified by a code symbol 
following the part name. A code reference table is provided on each illustrated page. NOTE: 
IT IS NQI NECESSARY TO INCLUDE THESE SYMBOLS WITH PART NUMBERS WHEN 
REQUISITIONING PARTS . 

Cover case numbers are listed on page 2. LA7's that are equipped with Westinghouse motors 
use a different cover case than those equipped with other motors. The difference is in the 
location of the motor cord hole. A guide for identifying the cases is provided on page 2. 

A price list of all the Color Coded" parts illustrated herein is contained on page 6. 

Part numbers of exterior parts of the “All Gray “ LA-7 and LN models can be found in Cal- 
culator Service Bulletins L#503, L#504 and L#505. 
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CODE 


□ 


Coral 




Torquotse 




Mod. Gray 


• 


Pearl Gray 


o 


Gray Morocco 


( c 


Lt. Gray 


V 


Tan 


© 


T an Morocco 



1-53/64 



1-41/64 



1-21/64 



1-9/64 



COVER CASE O 


PART NO. 


MODEL 


MOTOR 


40-6149 


LA 7-160 


Westinghouse only 


40-6665x1 


LA 7-160 


All but Westinghouse 


40-6149% 


LA 7-200 


Westinghouse only 


40-6665 Maxi 


LA 7-200 


All but Westinghouse 


40-6661x1 


LN-160 


None 


40-666115x1 


LN-200 


None 




\ COVER CASE IDENTIFICATION GUIDE 
To determine part number of Cover Case, check 
location of motor cord hole as shown. 












Knob * 
(LA-7 Only) 
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40-5500x1 
LA 7-160, LN-160 
16 Place Carriage 




40-5778x1 
Crank * 



55972-9 45777x1 

Marker (Count. Dial) D R. H. End Cap © 



55972-8 

Marker (Reg. Dial) D 



45776x1 

^L. H. End Cap © 



45915x1 
Bar O 

45916x1 45990 



Screw (Gray) 



45793x1 
Knob ^ 




40-5500^x1 
LA 7-200 / LN-200 
20 Place Carriage 



45776x1 65585 45915^x1 



55972-9 45777x1 




L. H. End Cap 



Marker (Count. Dial) H R. H. End Cap © 



55972-8 



40-5778x1 



45521x2 



Screw (Gray) 



Marker (Reg. Dial) 



45793x1 



Knob* 



CODE 


□ 


Coral 




T 


* 


Med. Gray 


• 


Pearl Gray 


o 


Gray Morocco 


c 


Lt. Gray 


*vr 


T an 


© 


T an Morocco 



Page 3 



CALCULATOR SERVICE BULLETIN #L-507 




46788x1 



Keytop 



OPERATING KEYTOPS 



41502x1 



PART NO, 



DESCRIPTION 



66994 

66993 

46792x1 

46791x1 

46796x1 



Non-Repeat * 
Repeat 

Clear ^ 



/ Bracket 



56960 



Washer (2) 



46120 

Bracket 



41791x1 



Keytop #1 to #9 (45)^ 



41792x1 



2626a 



Keytop #1 to #9 (45)® 



Keystem 



Keystem 



46030 



40502 



Keystem 



Screw (2) 



Keystem 



4705o 



46352 



2170x1 



41990a 



Lever 



Keytop #0 



SUPPLEMENTARY PLATE 


PART NO. 


FOR 


40-1114)4*1 O 
40-1114*1 O 


10 Bank 
8 Bank 



CODE 


n 


Coral 


/Ln 


t OfCJWCIJSS 


“K 


Med. Gray 


• 


Pearl Gray 


o 


Gray Morocco 


c 


Lt. Gray 




Tan 


8 


Tan Morocco 



=■ -iiji 

y/ A 


KEYBOARD 




PART NO. 


FOR 


A 


40-1 100)4x1 


10 Bank 


3 


40-1100x1 


8 Bank 



















T 


\ 41793x1 




41794x1 
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SUPPLEMENTARY PLATE 



^ Med. Gray 
® Pearl Gray 
O Gray Morocco 
C Lt. Gray 
O Tan 

® Tan Morocco 



46792x1 



46791x1 



Keytop ^ 



46796x1 



46081 



Key stem 



40502 



Keystem 



61772 



41041x2 



41791x1 



Keytop #1 to #9 (45) C 
41792x1 



S Kaytop «1 to »9(45) • 



Screw 



41820 



ENLARGED VIEW 



2170x1 



41794x1 



41793x1 



41990a 



Keytop #0 (5) • Keytop #0 (5) C 



KEYBOARD 


PART NO. 


FOR 


40-110114x1 

40-1101x1 


10 Bank 
8 Bank 



PART NO. 


FOR 


40-111514x1 O 
40-1115x1 O 


10 Bank 
8 Bank 



CODE 



41502x1 



LN 
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PARTS & PRICE LIST 
COLOR CODED EXTERIOR PARTS ONLY 



PART 

NUMBER 


LIST 

PRICE 


PART NAME 


41041x2 


.15 


BAR, K.y board D.clmal 


41502x1 


.10 


SCREW, Supplem.ntary Plat. 


41791x1 


.15 


KEYTOP, Light Gray. #1 to #9 


41792x1 


.15 


KEYTOP, P.arl Groy, #1 to #9 


41793x1 


.15 


KEYTOP, Light Gray, #0 


41794x1 


.15 


KEYTOP. P.arl Gray, HQ 


45521x2 


.15 


SCREW, Lift Knob 


45776x1 


1.15 


CAP, Loft Hand End 


45777x1 


1.05 


CAP, Right Hand End 


45793x1 


.30 


KNOB. Lift 


45915x1 


1.50 


BAR, Registering Dial Decimal (8 Bank) 


45»15)4xl 


1.90 


BAR, Registering Dial Decimal (10 Bank) 


45916x1 


1.15 


BAR, Counting Dial Decimal (8 Bank) 


45916)4x1 


1.25 


BAR, Counting Dial Decimal (10 Bank) 


45990 


.50 


PLATE, Monroe Name (8 Bonk) 


45990)4 


.60 


PLATE, Monro. Nam. (10 Bank) 


46788x1 


.15 


KEYTOP, Dlvi.lon L.v.r (LA-7) 


46791x1 


.10 


KEYTOP, R.p.at 


46792x1 


.10 


KEYTOP, Non-rap.ot 


46796x1 


.30 


KEYTOP, Cl.ar 


55972-8 


.15 


MARKER, Registering Dial Decimal 


55972-9 


.15 


MARKER, Counting Dial Decimal 


61772 


.10 


KNOB, Keyboard Decimal Bar 


65585 


.10 


SCREW, Carriage Decimal Bar 


66989 


.85 


PLATE, Monroe Name 


66993 


.35 


KEYTOP, Plu* (LA-7) 


66994 


.30 


KEYTOP, Mlnu. (LA-7) 


40-1100x1 


52.05 


KEYBOARD, (8 Bonk) LA-7 


40-1 lOOHxl 


64.15 


KEYBOARD (10 Bank) LA-7 


40-1101x1 


52.05 


KEYBOARO (8 Bonk) LN 


40-110lHxl 


64.15 


KEYBOARD (10 Bank) LN 


40-1114x1 


5.75 


PLATE, Suppl.montary (8 Bank) LA-7 


40-11 14Hxl 


6.15 


PLATE, Supplementary (10 Bank) LA-7 


40-1115x1 


5.20 


PLATE, Supplementary (8 Bank) LN 


40-1115)6x1 


5.75 


PLATE, Supplementary (10 Bank) LN 


40-5114x1 


20. 10 


SHELL, Carriage (8 Bank) 


40-5114)6x1 


21.30 


SHELL, Carriage (10 Bank) 


40-5500x1 


92.00 


CARRIAGE, Compl.t. (8 Bank) 


40-5500)6x1 


105.80 


CARRIAGE, Compl.t. (10 Bonk) 


40-5778x1 


1.90 


CRANK, Carrlag. Clearout 


40-6149 


17.25 


CASE, Cover, (8 Bank) LA-7 i We.tlnghoo.o 


40-6149)6 


19.00 


CASE, Cov.r, (10 Bank) LA-7 j Motor 


40-6661x1 


17.25 


CASE, Cov.*(8 Bank) LN 


40-6661)4x1 


19.00 


CASE, Cov.r, (10 Bank) LN 


40-6665x1 


17.25 


CASE, Cover, (8 Bank) LA-7 


40-6665)4x1 


19.00 


CASE, Cov.r, (10 Bonk) LA-7 


40-6780x1 


2.65 


CRANK, Hand 


40-6797x1 


1.15 


KNOB, Machln. 
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